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NOTES: 


1) MATERIAL: DELRIN II 150E OR ACETRON GP ACETAL 
REF DART SPEC M-DELRIN-R 
2) FINISH: NONE 
3) TOLERANCES: PER DART QSI 018 UNLESS OTHERWISE NOTED 
4) UNITS: INCHES UNLESS OTHERWISE NOTED 
5) BREAK SHARP EDGES: 0.005 TO 0.010 MAX 
6) IDENTIFICATION: IDENTIFY PER DART QSI 044 
7) WEIGHT: N/A 
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BY 
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A 
NEW ISSUE 
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P/N 
DESCRIPTION (YYY.YYYY) 
A 
B 
C 
D 


DT10743-1 
601.1091 O-RING INSTALLATION TOOL 
0.566 
1.98 
0.877 
0.693 


DT10743-3 
601.1088 O-RING INSTALLATION TOOL 
0.263 
1.20 
0.440 
0.405 


DT10743-5 
601.3373 O-RING INSTALLATION TOOL 
0.483 
1.39 
0.752 
0.256 


DT10743-7 
601.1084 O-RING INSTALLATION TOOL 
0.057 
1.00 
0.249 
0.215 


DT10743-9 
601.1090 O-RING INSTALLATION TOOL 
0.351 
1.23 
0.565 
0.302 


DT10743-11 
601.1086 O-RING INSTALLATION TOOL 
0.179 
0.86 
0.315 
0.212 


DT10743-13 
601.1089 O-RING INSTALLATION TOOL 
0.310 
1.16 
0.502 
0.300 


DT10743-15 
601.1088 O-RING INSTALLATION TOOL 
0.263 
1.12 
0.440 
0.331 


DT10743-17 
1.07 
0.280 


DT10743-19 
601.3373 O-RING INSTALLATION TOOL 
0.483 
1.39 
0.752 
0.285 


DT10743-21 
601.1089 O-RING INSTALLATION TOOL 
0.310 
1.27 
0.502 
0.425 


DT10743-23 
601.3373 O-RING INSTALLATION TOOL 
0.483 
2.23 
0.752 
1.091 


DT10743-25 
601.3375 O-RING INSTALLATION TOOL 
0.132 
1.58 
0.318 
0.793 


DT10743-27 
601.3376 O-RING INSTALLATION TOOL 
0.273 
1.49 
0.511 
0.560 


DT10743-29 
1.15 
0.220 


DT10743-31 


601.1088 O-RING INSTALLATION TOOL 
0.263 


1.87 


0.546 


0.755 


DT10743-33 
1.34 
0.220 


DT10743-35 
2.15 
1.030 


DT10743-37 
1.61 
0.495 
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